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magnet have electromotive forces all in the same direction; the
direction changes when the conductors come under the next pole,
and so on. The winding of the armature is devised so that
these are combined to produce currents flowing towards alternate
rows of brushes from the other rows of brushes.

Fig, 52.    Diagram of 4 Pole Lap Wound (4 circuit) Continuous Current Generator.

It is not easy to make a flat diagram which will give a view
of the whole of the parts of the entire machine in their relative
positions, but if we imagine the armature conductors to be opened
up in a sort of umbrella fashion we get the arrangement shown
diagram.matieal.ly in Pig. 52 which shows the manner in which
the armature conductors are connected and the directions of the